Message 


From: Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES. HANCHETT] 

Sent: 12/11/2012 5:33:59 PM 

To: Small, Michael (POL) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=Michael.smallfe5] 

Subject: RE: GSS order 12/11/12 

Sorry, 

I will order them later. 

Thanks, 

Jim Hanchett 

Department of State Police 
Amherst Drug Lab 
Room N251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 

Cell^^H^HI 


The preceding email message (including any attachments) contains information that may be confidential, may be protected by 
the attorney-client or other applicable privileges, or may constitute non-public information. It is intended to be conveyed only to 
the designated recipient(s) named above. If you are not an intended recipient of this message, please notify the sender by 
replying to this message and then delete all copies of it from your computer system. Any use, dissemination, distribution, or 
reproduction of this message by unintended recipients is not authorized and may be unlawful. 


From: Small, Michael (POL) 

Sent: Tuesday, December 11, 2012 12:04 PM 
To: Hanchett, James (DPH) 

Cc: Gagnon, Kenneth (POL) 

Subject: GSS order 12/11/12 

Hi, 

Your order has been placed. I had to remove the ink cartridges because they are an item we order from CAM. Please let 
me know if you have any questions. 

Michael 


Michael Small 

Massachusetts State Police 
Forensic and Technology Center 
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124 Acton Street, Maynard, MA 01754 
Phone: 978-451 -3315 
Fax: 978 - 451 -3320 


The preceding email message (including any attachments) contains information that may be confidential, may be protected by 
the attorney-client or other applicable privileges, or may constitute non-public information. It is intended to be conveyed only 
to the designated recipient(s) named above. If yon are not an intended recipient of this message, please notify the sender by 
replying to this message and then delete all copies of it from your computer system. Any use, dissemination, distribution, or 
reproduction of this message by unintended recipients is not authorized and may be unlawful. 
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